To:  Mueller,  Brian[Mueller.Brian@epa.gov] 

Cc:  Delgado,  Stephanie[delgado. stephanie@epa.gov] 

From:  Sanchez,  Carlos 

Sent:  Mon  8/10/2015  8:36:17  PM 

Subject:  FW:  Brian  to  work  down  in  REOC  - 8th  floor 


Brian, 

Please  send  an  e-mail  on  who  requested  your  help  and  for  how  long  will  this  help  be  need. 
We  are  ok  with  you  helping,  we  just  need  some  documentation.  Thanks  CAS 


From;  Delgado,  Stephanie 

Sent:  Monday,  August  10,  2015  2:54  PM 

To:  Meyer,  John;  Col  train,  Katrina 

Cc:  Mueller,  Brian;  Sanchez,  Carlos 

Subject:  Brian  to  work  down  in  REOC  - 8th  floor 


FYI;  Brian  came  by  around  2:00  pm. 

He  said  that  he  was  asked  to  help  with  work  down  in  the  REOC  for  the  Gold  King  Mine  spill. 


Stephanie  Delgado 

U.S.  Environmental  Protection  Agency 
Superfund  Division  (6SF-R) 

(214)  665-6730 
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